Approved For Release 2001/11/16; 


P78-02820A000500030024-7 


The ?ll*e ~ 3D-1C3, 


15 V)¥ 




(kmfmmtm import ~ AS~6 Fewer Supply 


Department of Energy Review Completed* 

1# Qst & June 1V55 a emfereac# wt&* hell at tint 41 cede Ebergy 
Ccsac&ssien, Germantown, ^luryland* to disease the status of the 
radioisotope power supply which ABJ is furnishing for the AS-4 data 
traaaasiaided sysieta* Participating in this conference werer 
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25X1A5A1 


lit* -Col# Gutherest M* Aaderecn ~ Aircraft Sme&Mr Branch, ABi 
"ajar Georgs Ogpbwm - Aircraft i Bettor Sraselz, ASC 


ifi* 



■Bisector 1 branch. 


2* presented a report of the prepress of the pro gpm 

tc date amertiined Ms plans for the rer^intnr wwte* It is mar 
clear that the power supply required by us m mu&m t 3C> 1S5/ w3L3X 
haw to he fueled with plutonium 238 sines the crash program; at Oak 
didgs to refine proeethlisc will act he cosfdetei in titee* A preissthicfc 
fueled power supply could be available by 15 September with a r.lislJsajK 
of testing and by 15 October with a full scale te«r programs, but »t 
by 3© August# ii^Icatiens of using j&iiteniis® Are that the JSt -6 
power supply will furnish power for the next 80 years, there will be 
no radiation hasard whatever, and therefore m shielding beyond the 
narsaai power supply ease will be require!. The highest order of 
priority within AEG has been breast to bear to release- plutoaiw tnm 
the weapon programs for our purpose*. 




3* the tfieraoeleetrlc conve rters being supplied by the 

win be delivered the week ef 15 June 
this portion of Use program saves to be su e 0— sf blly eocpLeted. 

Shock testing of Use original electrically heated power supply xsws&led 
that the delicate thea^occ-uple e le g a nt s which were the subject of a, y . . 

asaclt concern a few znot&hs ago succeesfully survived % rugged envirorrt" 5 * 1 A5A1 
aen&al test including a iwr—foot drops to % tsomm t» floor* The first 
failure in the system occurred in the high; Usaperaturs bond at the end 
of the iiMrsw&atqiilse* The failure ms discussed, with HHand a slight 
change, is being sasde in the bcauyxi^ tee Clique* If failure 

occurs again in actual service, U taolievse the bond will reseal, itself 
and resume battery charging because of the een&ian&ua heat frtm the 
radioisotope. 25X1 A5A1 
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